


1. STATUS 


2. SERIAL NUMBER 


3. SYSTEM CODE 


4. TIME 


5. FAULT DATE 


6. FAULT NUMBER 


7. FAULT 


8. STA 


9. RELATED MAINTENANCE ACTIONS 


10. ACTION 


11. PID 


12. CAT 


13. MMH 
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8. STA 


9. RELATED MAINTENANCE ACTIONS 


10. ACTION 


11. PID 


12. CAT 


13. MMH 
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